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9005150135 Memorandum & order (schedules for responses & prehearing confer-
ence).* Grants JL Dickherber 900413 request for hearing on NRC 900223 orders &
requests that NRC & util submit comments.W/Certificate of Svc.Served on 900504.
BECHHOEFER.C. Atomic Safety and Licensing Board Panel. #290 10327. 90/05/04.
Office of the General Counsel (Post 860701). 6pp. 53741:038-53741:043.

9005150143 Notice of hearing.* Grants request of RL Dickherber for hearing in pro-
ceedings re 900223 orders modifying license, order suspending license & order to
show cause why license should not be revoked.W/Certificate of Svc.Served on
900504.

BECHHOEFER.C. Atomic Safety and Licensing Board Panel. #290 10325. 90/05/04.
5pp. 53741:018-53741:022.

9005150050 Joint motion to defer written filing due 900601 & to defer further action
before Board in above captioned proceedings.* Parties request extension until 900709
to make written filing re need for further proceedings.W/Certificate of Svc.
HOLLER.E. Assistant General Counsel for Hearings & Enforcement. LEFSTEIN.S.R.
Dickherber, R.L LEFSTEIN.S.R. Kate, McAndrews, Balch, Lefstein & Fieweger (for-
merly Kate, McAndrews, Durkee, B. #290 10340. 90/05/07. Atomic Safety and Li-
censing Board Panel. 7pp. 53741:237-53741:243.

9005150070 Memorandum & order (deferral of filings & further action).* Defers filing
date for NRC & util responses to Dickherber answer until 900709.W/Certificate of
Svc.Served on 900510.

BECHHOEFER.C. Atomic Safety and Licensing Board Panel. #290 10344. 90/05/09.
Office of the General Counsel (Post 860701). DICKHERBER.R.L Dickherber, R.L
5pp. 53741:170-53741:174.

P. Operating license stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipment.Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9004300205 Forwards Rev 58 to CE-1-A, "QA Program for Nuclear Generating Sta-
tions." Rev being made to reflect correct frequency of cumulative deviation reporting
& to clarify applicability of other ANSI N45.2 stds.

RICHTER.M.H. Commonwealth Edison Co. 90/04/12. Document Control Branch (Doc-
ument Control Desk). 4pp. 53653:095-53653:115.

-9004300212 Rev 58 to "QA Program for Nuclear Generating Stations."

* Commonwealth Edison Co. CE-1-A R58. 90/04/12. 13pp. 53653:103-53653:115.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York. Inc. 81pp. 53663:001-53663:083.

9005030164 Advises that util 890711 response to Generic Ltr 89-06 on SPDS meets
requirements of NUREG-0737,Suppl 1 & NUREG-1342 & acceptable.
OLSHAN.LN.   Project  Directorate   III-2.   90/04/30.   KOVACH.TJ.   Commonwealth
Edison Co. 4pp. 53701:292-53701:295.

9005070182 Responds to Generic Ltr 8 3-28,1 tern 4.5.3 re reactor protection sys on-line
functional test intervals.Endorses two BWR Owners Group Topical Repts NEDC-
30844 & NEDC-30851P generic evaluations.

STOLS.R. Commonwealth Edison Co. 90/05/01. MURLEY.T.E, Office of Nuclear Re-
actor Regulation, Director (Post 870411). 2pp. 53746:198-53746:199.

9005110122 Summary of 900328 meeting w/util re approach to station blackout
rule,10CFR50.63.

OLSHAN.LN., ENG.P.L Project Directorate III-2. 90/05/02. Project Directorate III-2.
29pp. 53798:321-53798:349.

9005110110 Accepts util 891027 60-day response to Generic Ltr 88-20,  "Individual
Plant  Exams."   NRC  anticipates  that  any  possible  addl   analysis   or   reporting
requirements,such as external events.will not have adverse effect on util schedule.
SHEMANSKl.P.C. Project Directorate III-2. 90/05/04. KOVACH.TJ. Commonwealth
Edison Co. 5pp. 53815:003-53815:007.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York, Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

9005220369 Forwards SER supporting util 850823 & 900501 responses to Generic Ltr
83-28,ltem 4,5.3, "Reactor Trip Sys Reliability, On-Line Functional Testing of Reactor
Trip Sys."

OLSHAN.LN. Project Directorate III-2. 90/05/17. KOVACH.TJ. Commonwealth
Edison Co. 3pp. 53905:087-53905:118.

-9005220374 Safety evaluation supporting util responses to Generic Ltr 83-28,ltem
4.5.3, "Reactor Trip Sys Reliability.On-Line Testing of Reactor Trip Sys."

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/17. 2pp.
53905:090-53905:118.

Q. Inspection reports, IE Bulletins & correspondence

9005220261 Responds to NRC 891124 Itr re violations noted in Insp Repts 50-254/89-
23 & 50-265/89-23.Corrective actions:compressed gas cylinder bottles secured w/
chain & fire marshal! will increase tours of plant re transient combustible matl.
KOVACH.TJ. Commonwealth Edison Co. 89/12/21. DAVIS.A.B. Region 3, Ofc of the
Director. 5pp. 53905:315-53905:319.

9004230345 Responds to NRC 891204 Itr re violations noted in Insp Repts 50-254/89-
22 & 50-265/89-22.Correctiye actions:fuel bundle placed in nearest open fuel rack &
fuel movements stopped until investigation conducted.

KOVACH.TJ. Commonwealth Edison Co. 90/01/10. DAVIS.A.B. Region 3, Ofc of the
Director. 18pp. 53572:190-53572:207.

9004300032 Forwards Initial SALP 8 Repts 50-254/89-01 & 50-265/89-01 for Oct 1988

- Nov 1989.Conduct of nuclear activities in connection w/plant satisfactory.Overall im-
provement in performance noted.Problems w/procedural adequacy noted.
DAVIS.A.B. Region 3, Ofc of the Director. 90/02/02. REED.C. Commonwealth Edison
Co. 3pp. 53664:308-53664:347.

-9004300050 Initial SALP Repts 50-254/89-01 & 50-265/89-01 for Oct 1988 - Nov
1989.

* Region 3, Ofc of the Director. 90/02/02. 37pp. 53664:311-53664:347.

9004300141 Forwards Exam Rept 50-254/OL-90-01 administered during wk of 900319.
WRIGHT.G.C. Region 3, Ofc of the Director. 90/04/12. REED.C. Commonwealth
Edison Co. 2pp. 53636:061-53636:068.

-9004300143 Exam Rept 50-254/OL-90-01 on 900319-22.Exam results:all three senior
reactor operator candidates & three reactor operator candidates passed operating &
written exams.

BUCKLEY.G.D., NEJFELT.G.M., JORDAN.M. Region 3, Ofc of the Director. 90/04/12.
6pp. 53636:063-53636:068.

9005040043 Forwards Safety Insp Repts 50-456/90-11,50-457/90-14, 50-454/90-13,50-
455/90-12,50-237/90-14,50-249/90-13, 50-373/90-07,50-374/90-08,50-254/90-07,50-
265/90-07, 50-295/90-10 & 50-304/90-11 on 900220-0404.

GREGER.LR. Region 3, Ofc of the Director. 90/04/20. REED.C. Commonwealth
Edison Co. 2pp. 53725:356-53725:361.

-9005040048 Insp Repts 50-456/90-11,50-457/90-14,50-454/90-13, 50-455/90-12,50-
237/90-14,50-249/90-13,50-373/90-07, 50-374/90-08,50-254/90-07,50-265/90-07,50-
295/90-10 & 50-304/90-11 on 900220-0404.No violations noted.
KUNOWSKI.M.A. Region 3, Ofc of the Director. 90/04/20. 4pp. 53725:358-53725:361.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9005010086 Forwards response to NRC Bulletin 90-002 re BWR problems w/excessive
channel box bow resulting in loss of thermal margin.EncI B providing methodology to
determine channel bow critical power ratio adjustment withheld (ref 2.790).
RICHTER.M.H. Commonwealth Edison Co. 90/04/26. Document Control Branch (Doc-
ument Control Desk). 12pp. 53666:101-53666:112.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York. Inc. 97pp. 53601:328-53602:067.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York. inc. 98pp. 53663:084-53663:183.

9005140131 Responds to NRC 900404 (tr re violations noted in Insp Repts 50-254/90-
02 & 50-265/90-02.Corrective actions:continuous fire watch initiated & training con-
ducted on procedure rev.

KOVACH.TJ. Commonwealth Edison Co. 90/05/02. DAVIS.A.B. Region 3, Ofc of the
Director. 4pp. 53821:100-53821:103.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York. Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L. Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005140114 Forwards schedule for submitting info re reactor vessel head insp in re-
sponse to 900427 requestRepts "Structural Evaluation of Cracks in Top Head at
Quad-Cities Nuclear Plant..." & "Safety Evaluation Quad-Cities...." also encl.
STOLS.R. Commonwealth Edison Co. 90/05/04. MURLEY.T.E. Office of Nuclear Re-
actor Regulation, Director (Post 870411). 3pp. 53830:012-53830:065.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York. Inc. 99pp. 53753:204-53753:302.

9005170059 Informs that util responses to NRC Bulletin 88-004, "Potential Safety-Relat-
ed Pump Loss," acceptable.Evaluation of actions should be maintained for at least 2

SlJSHAN.LN. Project Directorate III-2. 90/05/14. KOVACH.T.J. Commonwealth
Edison Co. 4pp. 53855:265-53855:268.